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HANDLE VIA ne CHANNELS 
CORONA 


FOR GEWERAL ALLEN AND mR BROWAMAM FROM 


lt 


TIGNS 1 PxOGRESS. ALL THE ABE FACILITIES aT noscou, 


COMPLEXES AT SARY ShAGAN WERE OBSERVED. AT 
CYURATAM COMPLEX H WHERE THE SS-9"S ICBM°S VERE 
TESTED, A NEW MISSILE WAS ON THE ERECTOR. FOR THE 


or seeret 1020142 MAY 72. ag 
—— — 


DR. NCLUCAS. — F 
THE INTELLIGENCE COLLECTED — oF “HIGHLY — 


SIGNIFICANT VALUC, ESPECIALLY WITH THE SALT WEGOTIA- 


IME ERTIRE MISSILE RANGZ AT TYURATAN AND THE MAJOR” 
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FIRST TIME AN su-1 11 SPACE VEHICLE vAS —R on, TH, 
LAUNCH PAD AT TYURATAM. J 
AS THE CORONA PROGRAN — 11S FINAL Bt 
FLIGHT, RELIABILITY IS UNDEWIABLY MORE DIFFICULT TO 
MAINTAINS YET THE ‘PLAWLESS PERFORWAGCE OF THE ALG 
SYSTEM IS INDICATIVE OF YOUR PROFESSIONAL ABILITIES 
ANO HIGH NOTIVATION ‘OF ALL INVOLVED. I THANK YOU 
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